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HERBERT E. AN GEE, Deputy 

Archivist of the United States - 
Rational Archives and Records 

Service., General Services 

Administration . 

Introductory Remarks. 

W.L.' JOHNSON, JR., Assistant 
Administrator, General Services 
Administration. 

The Administration ’s Concern 
for Improved Management. 

DWIGHT A. INK , Assistant Director - 
Office of Management and Budget, 

How This Study Fits Into 
the Total Management 
Improvement Program. 

BRIAN USILANER', Management 

Improvement Assistant - Office 
of Management and Budget. 

Related Management 

Information System 

Activities. 

WALTER W. HAASE, Director, 

Management Information Systems 

Division - Office of Management 
dnd Budget. 

Public Reporting. 

PAUL F. ( KRUEGER , Deputy Director, 
Statistical Policy Division - 
Office of Management and Budget. 
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Interagency and Internal 
Reporting . 
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EVERETT 0. ALLDREDGE , Assistant 

Archivist for Records Management - 
National Archives pod Records 

Service , General Services 

Administration. 
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